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GENERAL AND PERMANENT LAWS-1962
to persons or property in this State whether through sabotage, bombs,
missiles, shellfire, or atomic, radiological, chemical, bacteriological, or
biological means or other weapons or methods.
(b) "Unavailable" means absent from the place of session (other
than on official business of the General Assembly), or unable, for
physical, mental or legal reasons, to exercise the powers and discharge
the duties of a member of the General Assembly, whether or not
such absence or inability would give rise to a vacancy under existing
constitutional or statutory provisions.
SECTION 4. Designation of emergency interim        successors.-
Each member of the General Assembly (hereinafter referred to as
legislator) shall designate not fewer than three nor more than seven
emergency interim successors to his powers and duties and specify
their order of succession. Each legislator shall review and, as neces-
sary, promptly revise the designations of emergency interim succes-
sors to his powers and duties to insure that at all times there are
at least three such qualified emergency interim successors.
SECTION 5. Qualifications     of  successor-powers-term.-An
emergency interim successor is one who is designated for possible
temporary succession to the powers and duties, but not the office, of
a legislator. No person shall be designated or serve as an emergency
interim successor unless he may under the Constitution and statutes
hold the office of the legislator to whose powers and duties he is
designated to succeed, but no constitutional or statutory provision
prohibiting a legislator from holding another office or prohibiting the
holder of another office from being a legislator shall be applicable to
an emergency interim successor. An emergency interim successor
shall serve at the pleasure of the legislator designating him or of
any subsequent incumbent of the legislative office.
SECTION 6. Designation of successors when legislator does not
designate sufficient number.-Prior to an attack, if a legislator fails
to designate the required minimum number of emergency interim suc-
cessors within thirty days following the effective date of this act, or,
after such period, if for any reason the number of emergency interim
successors for any legislator falls below the required minimum and re-
mains below such minimum for a period of thirty days, then the pre-
siding officer of the same house as such legislator shall promptly des-
ignate as many emergency interim successors as are required to
achieve such minimum number, but the presiding officer shall not


